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REFER TO FILE NO. 


9 July 19h7 


MEMORANDUM FOR Chief of Engineers 
U. $. Arm y 

Washington 25, D. C. 

ATTs Chf., Engineer Intelligence Division 


1, The inclosed memorandum is forwarded as a matter 
pertaining to your office. 

2. Attention is called to the fact that AMS advised 
the Board on Geographical Names in a letter of 30 June 191*7 
that funds were not available for names work In the JANIS 
Program for Fiscal Year 191+8. 



Col., Corps of Engineers 
Commanding Officer 

Inc, 
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w/memo attached 


Army review(s) 
completed. 


□ 


DOCUMENT HO. -S T 
NO GRANGE IN CLASS. 

Sf DECLASSIFIED 
'CLASS. CHAN&M TOi TS S 0 

NEXT REVIEW UAUs 

AUTH: HR 1(1.2 


M JU1 - M 


REVIEWERi 


25X1 


Approved For Release 2002/1 



i‘P79-01 147A000400040003-8 


200163 



Approved For Release 2002/08/20 : CIA-RDP79-01147A000400040003-8 


MISSING PAGE 


ORIGINAL DOCUMENT MISSING PAGE(S): 

£//CLO,SaAh 


Approved For Release 2002/08/20 : CIA-RDP79-01147A000400040003-8 



